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1.  It/planned to reconstruct the laboratory of the Transformatorenfabrik 
for the purpose of creating a search installation which is to concern 
itself, beyond the reeds of the Transformatorenfabrik, with problems 
in the #’°ld of energy transmssion in genaral. 


2, The investment plan for 1950 is as follows: 


lst Quarter 250,000 DM 
2nd 150,000 " 
3rd i" 70,000 " 
4th" 30,600 " 
Thtal 500,000 " 


3, The money is to be spent as follows: 


Equipment 475,000 DH 
Building cost In oon 
Miscellaneous costs 15,000" 


Total estimated cost of the project: 4,090,000 DM 
4. The laboratory is to provide facilities #7 25 scientists and provisions 
are to be made for 60 additonal research workers. ‘Jork was to commence in 


JON and ts to be Finished in 1952. The laboratory will be built in tast- 
Berlin. 
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